From: 

Sent: 

To: 

Subject: 


Lawler, Michael (DPH) 

Thursday, November 18, 2010 2:58 PM 
Massif, Julianne (DPH) 

RE: 


I am inserting an additional paragraph that Tan wanted to add to clarify the reason HPLC is necessary to support the 
GC/MS. I can’t paste it in from his computer I am typing it manually and will have it to you with the support articles in 15 
minutes at 3:15 with the two articles establishing this basic routine. 


From: Nassif, Julianne (DPH) 

Sent: Thursday, November 18, 2010 2:16 PM 
To: Lawler, Michael (DPH) 

Subject: 

GHB protocol? 
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Director of Analytical Chennistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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